This is really amazing. All three indicators registered nothing. This means the 
plus and minus a.c. ionic waves were neutralized. Notice | put the sensors to 
the rear of the ionic motor. It acts like it's acceleration is in part being sucked 
into an electromagnetic vortex ahead of the motor. 


